To: Restivo, Angela[Restivo.Angela@epa.gov] 

From: Garcia, David 

Sent: Thur 8/13/2015 5:23:29 PM 

Subject: FW: 8-12-2015 1900 Bullets and Photo Log - Gold King Mine 

08 - 12-2015 1900 Bullets - Gold Kina Mine.pdf 

Gold King Mine Spill Photo Loo 8-12.pptx 


So can we share the bullets from the previous day with NMED?? 


David F. Garcia 
Deputy Director 
Water Quality 
Protection Division 


U.S. EPA Region 6 

1445 Ross Avenue (Mail Code: 6WQ-D) 
Dallas, Texas 75202-2733 
Phone: (214) 665-7593 

Follow EPA Region 6 



From: Knabel, Jessica 

Sent: Wednesday, August 12, 2015 7:32 PM 

To: Curry, Ron; Coleman, Sam; Edlund, Carl; Gray, David 

Cc: Taheri, Diane; Phillips, Pam; Ruiz, Thomas; Garcia, David; Webster, Susan; Petersen, 

Chris; Crossland, Ronnie; Foster, Althea; Loesel, Matthew; Martin, John; Blanco, Arturo; Smith, 
Rhonda; Delgado, Paige; Ruhl, Christopher; Restivo, Angela; Rauscher, Jon 


4004340 


ED 000552D 00011424-00001 



Subject: 8-12-2015 1900 Bullets and Photo Log - Gold King Mine 


Jessica Knabel 
214-665-2295 
Superfund Division, SF-VI 
U.S. EPA Region 6 



4004340 


ED 000552D 00011424-00002 


